GERMANY

Table XXV
Imports of Lead into Germany *

Crude (in blocks, pig, etc.)
In metric tons (2,204 Ik.)


	1910.
	1911.
	1912.
	*9*3-

From British countries : Australia United Kingdom
	8,791 4,184
	6,697 6,135
	4,103 3,721
	2,839 3,923

Totals (British countries)
	12,975
	12,832
	7,824
	6,762

From foreign countries : Belgium Italy Mexico   . Netherlands Spain Sweden . United States Other foreign countries
	29,063
 5 2,320
 514 13,917 535 20,331 1,882
	33,798 3 3,314 746 11,788 517 35,843 1,699
	33,1^5
 757 1,104 1,266 24,370 1,022 22,928 1,149
	13,973 873 20
 835 42,793 680 16,273 i>554

Totals (foreign countries)
	68,566
	87,708
	85,761
	77,019

Grand totals
	8i,54i
	100,540
	93,585
	83,781

* Statistih des Deutschen Reichs Band 260, II.

GREECE
There are many localities in this country where lead and
zinc ores occur as metasomatic replacements in limestone,
the largest and best-known deposits being those of Laurium,
south-east of Athens, which have been mined from early times.
According to Hofman [4/p.i] the silver-lead mines of
Laurium " were in operation before 560 B.C. ; they flourished
100 years later, and were considered to be worked out at the
beginning of our era. In 1863 they were reopened by a
French company which erected smelting works and treated
new ores, and the ancient concentration- and slag-dumps;
the works are in operation at present/'
The ores are contained in low-dipping beds of limestone,
separated from one another by interstratifications of shale,
and the ore-bodies occur chiefly along the contacts, forming
a series of parallel layers, varying in thickness from 2 to 40